From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Tuesday, March 02, 2010 3:40 PM 
Fausett, Gary (DPH) 

FW: lab Supply $$$ 


From: Hanchett, James (DPH) 

Sent: Tuesday, March 02, 2010 10:55 AM 
To: Nassif, Julianne (DPH) 

Subject: RE: lab Supply $$$ 

Hi Julie, 

I will order columns for the mass spec’s and GC’s. 

I am planning a Boston trip for Thursday. I will be there around 10:00- 10:30. 
If you are available I will see you then. 

Thanks, 


Jim 


From: Nassif, Julianne (DPH) 

Sent: Tuesday, March 02, 2010 10:00 AM 

To: Salemi, Charles (DPH); Hanchett, James (DPH) 

Cc: Fausett, Gary (DPH) 

Subject: lab Supply $$$ 

Importance: High 

Jim/Chuck, 

There is some surplus lab supply money on the State Lab account, here is your opportunity to stock up on consumable 
supplies, gc and Ic columns etc. Please plan ahead to at least September 2010. Obviously, we don't want to order large 
quantities of solvents or compressed gases unless there is a way to drop ship the items. 

Now is not the time to be frugal. 


Gary - is there office supply money too? If so, books, folders etc. 
Julie 


JullCVAlAi Nassif 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
iyJianne,_n^ 
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